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The new engraving machine 


LD-1325C 
2030C ft PM 

LD-1325C/2030C Wood Engraving Machine 

IfNMf-R 1 300X2500X200mm 

Working area 

1440X3000mm 
Table size 

Table structure Vacuum table 


0.05mm 

Repositioning accuracy 
XYZ XY 

X Y Z axis drive X Y axi S rack drive, Z-axi S screw drive 


32 

Max. No-load speed 

20 y^/A 

Max. Working speed 


5.5KW 


Spindle power 

0-24000 $f/^ 
Spindle speed 

IfttfeJE AC380V/50-60HZ 

Power supply 

G code/mmg/plt/ 
Command 


Controlling system Ncstudio 



